Light Tower Rentals and Construction Lighting 
Rental - HOLT CAT Corpus Christi 



Corpus Christi Light Tower Rentals (361) 852-2200 CAT Construction Lighting 

HOLT CAT Corpus Christi Light Tower Rentals offers heavy-duty light towers to meet 
your work site lighting needs. Call HOLT CAT Corpus Christi at (361) 852-2200 or Visit 
Corpus Christi Light Tower Rentals webpage for Corpus Christi construction lighting 
rental. 

HOLT CAT is Corpus Christi 's authorized Caterpillar dealer for Cat equipment sales, 
service, parts and rentals. Established in 1933, HOLT CAT sells, services and rents 
heavy equipment, engines and generators for construction, earthmoving, mining, 
industrial, petroleum and agriculture. HOLT CAT Corpus Christi sells and services a full 
line of agricultural machinery, accessories and parts. 
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